The  old  Union  Church,  Schellsburg  near  Bedford,  Pa. 

Built  in  1806,  this  old  landmark  was  the  first  Protestant 
Church    west    of    the    Susquehanna    River.  The. 
preserved   interior,    with   its  old   wooden  sea 
glass  pulpit,  aged  hymnals,  etc.,  must  be  s 
appreciated.    Open  to  the  public,  via  care/a 
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